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W° W?ro fao 659 (w)— WTflF, tffJf. fjffl wfwfjprir, 1963 

(i 3 62 »; 53 ) ■rnr.'tr 25 <A tjwvr 7 '.' (i) srrcr hot wPpnft fir srok ^grr, 
iT(f tjt unit 'F f«£ FtfrfijW it ^Wr flFTr WifWP ft Wfmpfi £ftTl WfirPTirW, 

1975 ( 1975 51) fit Tifft W-J^WF % Uft^ 9W1 73 03/05 fr *TS>f Wl% 

nrfr, JT'rrftwf'T, ufirTttft t#r fit, m Pr^r sft wffV 

nr farfr ww ^ftn *r ff«tr $Ft 'f^t % wwtn % Ptt vrnn if fmmr fanr 

uniT, 3 =pt *rf*j^t it frftftcr rpj ^ *tj 4 ^rnT-fpi if v$z £: 
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gar ?** fa gfag xrfimxt rr qg ttteth $r tsrni fa faf murr 
fan qg amttft uprra % fi, qq qqtffafa ftip- Sr jtt ott 

stst, tjrtq T^rf if fa«ra $T«r it grrqTn - % fair mrfaf $ i 

mftTTJi:— tt wfogriT % xqfaq if? far tt g^far «r fair tfWtfq»K 

Trr*r nrfaxa £, faqir —- 

(1) Ttftoft w’ht to ii faux rnffarm if fafatm afa Yip % «ffar 
q^f |, flfr 

(2) 3 a q«prrq R fa^a ste arfr fa tfafatt «aat 500 fa<>qr° a 
afan a|l 5 > 

(2) q$ srftrypn ai xarjar, i 9 aa ar faffa m toffa at affafaa £ 

sr^rr T|a> 1 

[tto tf° 370/113/7saftar spa:-i] 
n.a 0 aatara, sm afar 

MINISTRY OF FINANCE 

(Department of Revenue) 

NOTIFICATION 

New Delhi, the 2nd November, 1982 
NO. 236/82-CUSTOMS 

G.S.R. 659(E).—In exeicise ol the powers confened by sub-section (11 of 
section 25 ol' tfie Customs Act, 1962 (52 of 1962), the Cential Government, 
being saddled that it is necessary in the public intciest so to do, hereby exempts 
melting sciap if stainless steel, falling under Heading No, 73,03/05 o£ the 
Fiist Schedule U) the Customs Tariff Act, 1975 (51 of 1975), when impoittd 
into India for use in an electric induction furnace oi furnaces in a small scale 
industrial unit, from the whole of the duty of customs leviable theieon which 
is specified in the said First Schedule : 

Provided that the pioper officer is satisiied that such imported melting scrap 
of stainless steel is intended for use in an electric induction furnace or ftu- 
naces in the said small scale unit. 

EXPLANATION.—Foi the purposes 'of this notification, "small scale 
industrial unit” means an industrial concern in which— 

(i) the investment in machinery and plant is not in excess or rupees 
twenty lakhs; and 

(if) the aggregate capacity of the elect!ical induction lumaces in such 
• concern is not more than five hundred Kgs, 

2. This notification shall be in force upto and inclusive of the 3lit Octobei, 
1983. 

IF. No. 370/1 J3/78'Cus-ll 
N. SASIDHARAN, Under Secy. 
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